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Message Text 



PAGE 01 NATO 01938 091517Z 
55 

ACTION EUR-25 

INFO OCT-01 EA-11 ISO-OO NSF-04 SCI-06 NSC-07 HEW-08 

DOTE-OO INT-08 HUD-02 DODE-OO CEQ-02 AID-20 CIAE-00 

COA-02 COME-OO EB-11 EPA-04 INR-10 10-14 L-03 NSAE-00 

PM-07 RSC-01 SS-20 SP-03 FEA-02 NEA-10 PA-04 PRS-01 

USIA-15 TRSE-00 SAJ-01 DRC-01 /203 W 

016009 

R091455Z APR 74 
FM USMISSION NATO 
TO SECSTATE WASHDC 5089 
AMEMBASSY WELLINGTON 

UNCLAS USNATO 1938 

E.O. 11652: N/A 
TAGS: SENV, NATO 

SUBJECT: CCMS: FIRST GEOTHERMAL IMPLEMENTATION CONFERENCE 

REF: A) WELLINGTON 1 102; B) STATE 70736; C) WELLINGTON 1 124 
D) USNATO 1861 

MISSION CONCLUDES FROM EXCHANGE OF MESSAGES REFS B AND C THAT 
THERE IS NO LONGER A POSSIBLE NEED FOR INTERPRETERS FROM 
BRUSSELS (OR ELSEWHERE IN OUR AREA) FOR SUBJECT MEETING. 

HENCE, WE DO NOT PLAN PURSUE MATTER WITH LOCAL FREE-LANCE 
INTERPRETER PERSONNEL, UNLESS OTHERWISE ADVISED. RUMSFELD 

UNCLASSIFIED 

« END OF DOCUMENT » 
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